PURPOSE: 


IT IS ACCEPTABLE TO USE D4652-1 AIR VALVE IN LIEU OF D4652-5 AIR VALVE UNTIL STOCK DEPLETED. 
A COMPLETE D139-816-011 CEILING PANEL KIT MUST USE THE SAME P/N AIR VALVE IN ALL LOCATIONS. 
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